To:  Adams,  Wendy[Adams.Wendy@epa.gov];  Clark,  Josie[Clark.Josie@epa.gov];  Field, 

Chris[Field. Chris@epa.gov];  Hendrickson,  Andrew[Hendrickson.Andrew@epa.gov];  Johnson,  Jennifer 
S. [Johnson. JenniferS@epa.gov];  Labaw,  Joanne[labaw.joanne@epa.gov];  Magorrian, 
Matthew[Magorrian. Matthew@epa.gov];  Moon,  Wally[Moon. Wally@epa.gov];  Rubenstein, 
Peter[Rubenstein. Peter@epa.gov];  Smith,  Sharon[smith.sharon@epa.gov];  Williamson, 
Ann[Williamson.  Ann@epa.gov] 

Cc:  Fleming,  Sheila[fleming.sheila@epa.gov];  Albright,  Rick[Albright. Rick@epa.gov];  Terada, 

Calvin[Terada. Calvin@epa.gov] 

From:  Terada,  Calvin 

Sent:  Mon  8/17/2015  11:52:03  PM 

Subject:  Today's  REOC  PM  Team  Call  - (Monday,  17  August  2015) 


Folks, 


Here’s  the  quick  highlights  for  today  (17  August  2015): 


REOC  & RICT/RSC  Coordination: 


Nonresponsive 


Gold  King  (R8  Durango): 


1.  IC  Weigel  scheduled  to  deploy  on  Wednesday,  19  August  2015  to  Durango,  CO 


Gold  King  (R9  Farmington): 
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1.  OSC  Boykin  (Relieve  OSC  Heister)  scheduled  to  deploy  on  Wednesday,  19  August  2015 
to  Farmington,  NM 


Typhoon  and  TSs  (SFO,  Guam,  Saipan): 


Nonresponsive 


I think  that’s  it.  Catch  up  again  tomorrow. 


Thank  you  everyone! 


Calvin 


Calvin  J.  Terada,  Manager 

Emergency  Response  Unit 

Emergency  Management  Program 

Office  of  Environmental  Cleanup 

U.S.  Environmental  Protection  Agency  - Region  10 

1200  Sixth  Avenue,  Suite  900  (ECL-133) 

Seattle,  W A 98101 
(O)  (206)  553-4141 
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(F)  (206)553-0175 

(C)  (206)  790-7806 

EPA  Spill  Line  (206)  553-1263 

National  Response  Center  (800)  424-8802 
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